SERVICE BULLETIN 


from: TRIO-KENWOOD COMMUNICATIONS, INC. 


SUBJECT: ~s-120S FINAL TRANSISTOR REPLACEMENT DATE JULY 10, 197% 


When ordering single replacement 28C2290 Final transistors for 
the TS-120S, please specify the hfe rank, by colour. When 
replacing pairs of finals, always select the same hfe rank for 
both transistors. 


Rank designation will be found printed on the transistor, directly 
under the transistor number. 


Rank: R 30-65 
O 55-95 
Y 85-150 


Please return all defective 28C2290 finals to the attention of 
the Trio-Kenwood Service Department, along with the warranty 
claim form. 


Please notate your Service Manual. 
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